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SEC 


Instrument Panel for Packard 1250 H.P. Water-cooled Engine Aboard Soviet TM~200 


6 en. diameter 


diameter 


kk 70 em. 


Key to sketch: 


i. Tachometer 

2, O41 temperature guage for in=flowing oil 
3o Oil temperature guage fer outeflowing ofl 
4. Temperature guage for right block . 
5. Temperature guage for left block 

6. O41 pressure guage 

7. Fuel pressure guage 
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